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OFHCE OF THE 

NATIONAL PANCOAST VENTILATOR CO. 

PHILADELPHIA 
To the Trade: 

We present herewith our Annual Catalogue for 1900, illustrating and describing an extensive 
line of Pancoast Ventilators, especially adapted for the ventilation of all kinds of buildings. 

While these Ventilators do not cost more than other makes, it has been conclusively demon- 
strated that they are superior to all others, and cannot fail to give entire satisfaction. 

Our unlimited facilities enable us to promptly fill all orders. 

We manufacture the best Ventilator on the market, of well-known reputation, and furnish the 
same at the lowest market price consistent with quality, and trust to be accorded the favor of your 
patronage. Very truly yours. 

National Pancoast Ventilator Co. 

NEW YORK Main Office, 723 Drexel Building 

BOSTON PHILADELPHIA, PA. 
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7ljQ| ITH pardonable pride we herein exhibit half-tones of a 
^»*** large number of prominent buildings, also testimonials 
from persons using " Pancoast " Ventilators, the merits and 
fame of which have been universally acknowledged. We have 
reached that high standard of making a perfect ventilator. 
Although on the market but a short time, the " Pancoast " can 
show a record second to none. 

But our grand success has not been achieved alone; 
eminent architects and engineers throughout the couniry saw 
at a glance the scientific principles upon which the " Pancoast " 
was constructed, and thousands have been sold because of 
their high appreciation of its true merit. 

The subject of proper ventilation is now too well under- 
stood that we need describe the many uses for which the " Pan- 
coast " is adapted. No intelligent person who cares for good 
health should have a building erected without making ample 
provision for ventilation. 

Take for instance a Street Car. It contains from 500 to 
1,000 cubic feet of air. Fifty people will vitiate it in less than 
five minutes. School children and patrons of Public Halls 
etc., rarely get over five cubic feet of fresh air per minute : 
many places of Business, Mills, Factories, or luxurious 
homes are as well supplied. 

Sixteen thousand breaths of pure air a day, per person, is 
what nature demands for perfect health. 

Now if a large part of these sixteen thousand breaths are 
vitiated air, what is the result? Why, headache, typhoid and 
scarlet fever, consumption, diphtheria, and a gradual poisoning 
of the whole system. 

Few realize how thoroughly a single pair of lungs can 
vitiate the air of a fair-sized room in the course of a few 



hours. In speaking on this subject beforea class of students 
at the College of Physicians and Surgeons of New York City, 
Prof. YVillaid Parker called attention to the matter very aptly 
in the following words : " If, gentlemen, instead of air, you sup- 
pose this room filled with pure, clear water, and that instead of 
air you were exhaling, twenty times a minute, a pint of milk, 
you can see how soon the water, at first clear and sparkling, 
would become hazy and finally opaque; the milk diffusing 
itself rapidly through the water. You will thus be able to ap- 
preciate, also, how at each fresh inspiration you would be taking 
in a fluid that grew momentarily more impure. Were we able 
to see the air as we do the water, we would at once appreciate 
how thoroughly we are contaminating it." 

The cost of proper ventilation is so small, when com- 
pared with any other comfort or convenience, that no person 
who cares for good health should be without it. The means of 
supplying pure air are abundant, and with the "Pancoast" 
Ventil itors applied to the roof, a continuous change of air can 
be secured in so perfect a manner that the most dehcate person 
cannot be inconvenienced by it, and the same can be regulated 
to suit all conditions. 

Am I supplying proper ventilation ? This is a question 
that every architect should ask themselves when drawing plans. 
There is plenty of pure air out-doors, and people who are con- 
stantly 111 the open air aie rarely sick, while those who are con- 
n-doors are seldom in the full vigor of health. 

Ve will take pleasure in giving architects or others who 

e further information upon ventilation, or wish to be sup- 
tn ventilators, any information that they mav desire, 
or naye a representative of the Companv call upon them, who 
will also give estimates free of charge 
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Globe Knitting Mills, Norristown, Pa., showing n "Pancoast" Ventilators. 
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The Waldorf-Astoria Hotel, 

Fifth Ave. and 34th St. 

New York City 



Attention is called to the fact 
that a large number of 



60-inch (Copper) 

Ventilators 

e used on this handsome 
Hotel, and on other 

prominent 
New York buildings 
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View of Roof Garden of the Waldorf-Astoria Hotel, New York City, showing Pancoast (Copper) Ventilators ii 
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CLEANLINESS! £> COMFORT! 

How to Secure Proper Ventilation and Prevent 
Down-Drafts in Chimneys 

1st— Get a Ventilator that is absolutely anti-ingress. 

2d— See that it has a free exit. 

3d — And that it is so constructed that no matter what its angle, or from what direction the 

wind is blowing, it will create an upward draft. 
4th— Also that it is storm-proof and will not admit water. 

THEN CONSIDER THE QUESTION OF QUALITY 

See what gauge of iron is used; how many and the kind of braces there are, and whether 
securely fastened; take into consideration also our reputation for making good goods. Our 
assortment is the largest, and we challenge comparison of quality or efficiency of our Ventilators 
or Braces. 

THE PANCOAST 

Fills all of these conditions, and is the only Ventilator on the market to-day that does. 
The cut on next page shows the detail of construction. 
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SHOWING DETAIL OF CONSTRUCTION 




SECTIONAL VIEW, SHOWING FREENESS OF Dl 



Round Ceiling Ventilators 




THE UNMATCHABLE 

t I CHURCHES, RESIDENCES, HALLS, ETC. 

Pancoast Ventilator -—.._— 



A VENTILATOR THAT VENTILATES 



PANCOAST VENTILATORS 
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'PANCOAST' 



Skylight Ventilators 





Specially designed for MILLS, FACTORIES, STORES, CONSERVA- 
TORIES, PAPER AND PULP MILLS 



ntilal 

A MOST EFFECTIVE CURE FOR THE STEAMING OF SKYLIGHTS 



PANCOAST SQUARE 

Guaranteed Storm=Proof, and made of any size or dimension. If your 
dealer does not sell them, write us. 
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"TRUE JVIEPJT IS APPRECIATED" 



A FEW OF THE MANY TESTIMONIALS 



William Hussey, Esq., Sanitary Engineer, Albert Hall 
Mansions, Kensington Gore, S. W., England, says: — 
" I have found them effectual, where others have failed, in 
preventing down drafts." 

What W. F. M. Goss, Professor of Experimental Engineering 
and Director of the Engineering Laboratory, Purdue Uni- 
versity, says : — 
"The 66-inch 'Pancoast' Ventilator which was placed on 
the roof of our Engineering Laboratory last fall has given 
entire satisfaction. It provides a free discharge for our venti- 
lating system and does not admit the weather." 

Chas. Watson, Superintendent Engineer, Spreckels Sugar 
Refining Co., has this to say : — 
" The four 30-inch neck ventilators put over our filters last 
spring have proved very satisfactory, being always storm-proof 
and free delivery." 

Addison Hutton, Architect, writes : — 

" I believe the ' Pancoast ' Cowl to be the best remedy to 
apply to chimneys having poor draft which I have yet seen." 

Mr. Theodore C. Search, President National Association of 
Manufacturers, says : — 
" That he regards the ' Pancoast ' Ventilator a very excellent 
one indeed, and does not think any other is as good." 



"The seven 'Pancoast' Ventilators on our building have 
proved entirely satisfactory. We had so much trouble on 
account of poor draft that I cannot indorse the ' Pancoast ' too 
highly, and I do not think too much can be said in their favor. 
We find them perfectly storm-proof, with no downward draft, 
and think they are the most scientific Ventilator and Chimney 
Cowl now on the market." 

The American Tobacco Co. (Leaf Department), Durham, 
N. C, March 18, 1900, writes us : — 
" Please enter our order for sixteen 24-inch galvanized iron 
Ventilators, with bases, as per your quotation. 



Mccormick & French, 

Architects, 

Wilkes-Barre, Pa., April 3, [goo. 
National Pancoast Ventilator Co., Philadelphia, Pa. 

" Gentlemen :— In regard to the ' Pancoast ' Ventilators fur- 
nished by your Company to Gorman & Millet, of this city, for 
use on the new Asylum for the Insane at Retreat, Pa., will say 
that the working of the Ventilators are all that can be desired. 
Respectfully yours, 

McCormick & French." 
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GLOBE KNITTING MILLS. 

Norristown, Pa., July 17, 1 
The National Pancoast Ventilator Co., Philadelphia, Pa. 



for it by the 
faction. It i 
usefulness. 



e of the ' Pancoast ' Ventilators, of 
our factory and dyehouse, we con- 
n perfect. All that has been claimed 
; has been fulfilled to our entire satis- 
e that we attest to its true worth and 



JOHN FRASER & SON, Architects, 
Imperial Building, 411 and 413 Walnut Street. 

Philadelphia, Nov. 18, 1896. 
Pancoast Ventilator Co. 

"Gentlemen: — In reply to your inquiry as to the efficiency 
of the five 8-inch copper Ventilators I ordered recently for the 
Chamberlin Hotel, at Old Point Comfort, Va., I have to 
report that they have proved very satisfactory, and have pre- 
vented the down draft which occurs at times in some of the 
chimneys at the hotel, owing, it is thought, to the peculiar 
atmosphere \vlu< h prevails at times, which seems to prevent an 
upward current. The ' Pancoast ' Ventilators have, however, 
overcome the difficulty, and I take pleasure in commending 
them for the uses for which they are recommended by the 
company. 

Yours truly, 

John Fraser." 



say that we are now using them on our parlor car ' Nemadji,' 
running between Duluth and St. Paul, and up to the present 
time we are satisfied that they have made a decided improve- 
ment in the ventilation of the car. We used six to try them, 
and being satisfied that they were an improvement over the 
ventilators we had in use, we fully equipped the car with 
eighteen, and the ventilation is much better than ever before. We 
had, previous to the trial of the 'Pancoast,' used some three or 
four other kinds without success. They are very free from dirt 
and admit no rain whatever, although light can be seen through 
them very plainly when the damper inside of the car is opened. 
You may send us six more of the ' Pancoast ' Car Ventilators." 

THE UNCAS PAPER CO. 

Norwich, Conn., Nov. 7, 1898. 
The Pancoast Ventilator Co., Philadelphia, Pa. 

" Gentlemen :— We have the two 54-inch 'Pancoast' Venti- 
lators already set on our new mill and they are thus far giving 
us very satisfactory results. We will recommend them highly 
to anybody wishing a first-class Ventilator. 
Yours respectfully, 

The Uncas Paper Co., 

F. W. Browning, Treas." 

Philadelphia, April 6, 1900. 
National Pancoast Ventilator Co., 

723 Drexel Building, Philadelphia. 

" Gentlemen :— The twenty-inch Pancoast Ventilator placed 

in my roof some months since has given entire satisfaction, 

and I am therefore much pleased with the results obtained from 

it. It carries off the heat, and I consider its ventilating qualities 

Yours truly, 

John R. McFf.tridge, 

1635 N. Seventeenth St." 
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"The World's Best" Ventilator, the "Pancoasf 



V*^^^^/*/ best route of exit 
PANCOAST 




showing that there are no obstruct] 



Tiir 



„.„„„ — — •»■»»• iwiiB -.jusc as uood" 

BASES.— There are several plans for making liases for chimm-\ an, I roof -n.nl icalion W 
galvanized iron, and are'made to fitttLpitefi of tfcemfoV ISwb^fot to KcS" 
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New Round House, Huntingdon and Broad Top Mountain R. R. Co., Saxton, Pa., showing 9 4-feet x 6-feet square, and 
2p 20-inch round," Pancoast" Ventilators. 
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<?%Mri&yM^yfa{_ December 20th, 



National Pancoas-t Ventilator Company, 

Philadelphia, Pa. 
Gentlemen: - 

The twenty, 20" "Pancoast" round and. the nine, 4' x 6' "Pan- 
coast" Ventilators which we have placed on our new round house recent- 
ly erected at Saxton, Pa., are fully up to all that you claim for them 
in carrying away all the sulphur from the soft coal which we use exclu- 
sively on all our engines. In fact it is a "ventilator which does ven- 
tilate." I take pleasure in testifying that tt-ey meet all our require- 
ments and I shall be very glad at any time to recommend your ventila- 
tor to any parties interested. I remain, 

truly, 
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CHIMNEYS 



[| there .in y one part of the construction of any building 

that should receive more careful inspection and calculation as 

than the chimney to winch the heating 

.no subjoin* 

the folhm in,; i uli-, iinl the table of sizes. 

t>le, ■ chimney ihoold ahreva be etiajgh t ; but, if 

■ it I are should be taken to maintain the 
full tiled U planned, as (he actual area of a Hue is determined 
I'V Us SI11..I . , ;. .ssible a Hue should Ik: m.i.le 

round, as , | untamed through a 

round Hue than a square one. bee i use it givea the | 

in proportion to the p i odui ing rrii ti< .n It. 

tin building. 
U line also tontains 

■ take ■ loaf, 
arithmetii all erect novice m ti>e 

ventilating buiineee thai the fn ,, the Utter 

doubled I he drali ol I 
with win, h tin- smoke or air passes through ain: 

i himnej ■alii ebouU 




THE PANCOAST AS A CHIMNEY COWL 






■ 
AS a' 

. bimnevt, «ith ti c 

applied. 

In building the I" I , ken to guard against 



« nward currents in 
the increase of drafts 
•t excels a : 

chimney and its grace- 



i,h the 



ed, thus allowing ■ 



Where a I himin rj . Hues a separate cap 

ed, eat h independent of ihe ..ih. • . 'mi two ,,i ilwrr 
flues may be covered with one base, havt 
caps for each flue. 
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The above euts shouj the Paneoast Ventilators 
used as Chimney Caps 

When used for this purpose the capacity of Ventilator •hould be equal to the 

flue opening. Thus, a 10 x 12 flue would require a 12-inch " I'.incoast " ventilator. 
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Avenue, showing " Pancoast " Ventilators. 
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Church Ventilation 

Is, we are glad to say, receiving that 
attention that it deserves. It is far 
more satisfactory, both spiritually and 
bodily, to listen, as well as preach, 
in churches properly ventilated with 
"Pancoast" Ventilators than other- 



Wee 



i refer to a lar 



rof 



prominent Churches and Sunday- 
Schools that are now using Pancoast 
Ventilators, and which are entirely 
satisfactory. 

Special reduction to all Churches 
and Sunday Schools 



Frankford Baptist Church, Paul and Unity Strei 
andjaddition from an old rectangular church. Size, i 
Ventilators. 
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OUR new combined 

Ventilating 

Smoke-Flue 
Ventilator 




pr the double purpose of 



All Ventilating Flues should be covered, and our grand combination allows the free use of one i 
Ventilation and Smoke, at the same time is thoroughly protected from all storms, winds and weather. 

This combination of Ventilator Caps is made in all sizes, either round or square. 

Any one infringing these or other patents of ours will be prosecuted to the full extent of the law 

lo get the best results, even with power fans, all ventilating and smoke flues should be protected from down drafts and 
storms. Every drop of rain that goes down the flue is a damage to it. 
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In use on Midland Beach Theatre. Largest Ventilator ever made. 



20 NATIONAL PANCOAST VENTILATOR CO., PHILADELPHIA 

COTTON MILL AND WAREHOUSE VENTILATION 

Most Up-to-Date and Inexpensive System of Securing Proper Ventilation 
DOIN'T USE A POOR VENTILATOR 

when you can buy the " Pancoast " for the same money. It always pays to use the best, and we guarantee the " Pancoast " to be 

the best ventilator made. A glance at its scientific construction will show you this. 

We manufacture Pancoast Ventilators and Bases to be used with or without Monitor Roofs, and we can refer you to a large 
number;of the best factories and mills that are now using them. We will be pleased to send you a sample Ventilator. Wr' 
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General Electric Lo's Edison Lamp Works, Har 
Showing 7 48-inch " Pancoast " Ventilate 
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New Law School of University of Penna. have in use a large number of " Pancoast" Ventilators. 
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PARTIAL LIST OF REFERENCES USING PANCOAST VENTILATORS 
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Oswego Falls Pulp and Paper Co., Fulton, ] 
The John Edward, Mfg. Co., Paper Maker. 
John B. Stetson Hat Factory, Philadelphia, 
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Showing Lowell, N. C, and Piedmont, Ga., Cotton Mills, equipped with iS-inch " Pancoast" Ver 
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PROPER VENTILATION 

CAN BEST BE OBTAINED BY USING THE 

PANCOAST VENTILATORS 

Three- fourths of all sickness can be traced to impure air in places of business, schools, churches, club 
houses, mills and homes, and 40 per cent, of all deaths occur through neglect of securing proper ventilation. 

ABSOLUTELY STORMPROOF 

ARCHITECT AND OWNER 

They are Handsome, Strong, Durable, Efficient. They lead all in giving the best ventilation 

They are put together with our patent edgewise brace, which is several fold 
less obstruction to the exit, and which insures accuracy of construction, prevents 
sagging from rough usage, and produces a manifold stronger, more rigid and durable 
showin^thatThereare'no^obstruc- Ventilator than the old flat way of bracing. 

Send for testimonials and discounts. Made in all sizes, from two inches to ten feet, and guaranteed abso- 
lutely storm-proof. 

Dyehouse Ventilation.— The cost is small but the satisfaction is great. No building is complete without 
a Pancoast Ventilator. They are the only Ventilators to use in ventilating breweries, distilleries, malt-houses, 
vats and buildings. 

Buy only the best at prices to beat the world. Make no mistake. Our reputation is guarantee enough 
as to the high standard of the Pancoast Ventilator. 
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New Asylum for the Insane, Retreat, Pa. 
Showing 2 66-in., 2 55-in., 1 30-in. " Pancoast " Ventilators. 
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Vulcanite Portland Cement Works, Vulcanite, N. J., showing a large number ot 24-inch " Pancoabt " Ventilators 
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Showing proper manner of ventilating with " Pancoast" Ventilators. 
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INET PRICE OF GALVANIZED SHEETS 
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Building, Philadelphia 
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Finley Acker & Co's Stable, Philadelphia, Pa., showing 3 72-inch " Pancoast " Ventilators. 
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STANDARD PRICE=LIST OP 

GALVANIZED IRON AND COPPER VENTILATORS 

We give below the area in SQUARE INCHES, also PRICE-LIST of the various sizes we manufacture. 
Neck measure (which is the basis of all sizes) : 
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S5600 


26 '• 


'75 


30 " 


707 


20 


65.00 


26 " 


2 50 


32 " 


804 


20 " " 


80.00 


26 " 


3 40 


34 " 


908 


20 


1 00 00 


26 " 


4.00 


36 " 


1,017 


20 


12000 


26 " 


' 4.65 


40 " 


'.257 


' 18&20" 


18000 


26 " 


• 5.20 


42 " 


1,386 


' 18 " 20 " 


19000 


24 " 


' 5 75 


44 " 


1,620 


' 18 " 20 " 


200.CO 


24 ' 


' 6.75 


48 » 


1 ,809 


' 18 " 20 " 


240.00 


24 " 


10.00 


54 " 


" 2,390 


18 " 20 " 


30000 


24 " 


13 00 


60 " 


2,807 


18 " 


360.00 


24 " 


1600 


66 ' 


" 3.456 


18 " 


42000 


22 


2000 


72 " 


" 4.071 


18 " 


480.00 


22 


27.00 


84 " 


" 5.539 


16 " 


600.00 


22 


33-00 


90 " 


" 6,361 ' 


16 " 


66000 


22 


36.00 


96 " 


" 7,238 


16 " 


72000 


20 


40.00 


10 feet 


" 1 ',309 ' 


16 " 


960.00 


20 


50.00 











Discount upon application. The price of the Bases is always extra, according to the number and sizes. 



